ANDHRA PRADESH LEGISLATURE BUILDING

The motif presented on the cover page
represents the new Legislature building of
Andhra Pradesh State located in the heart of
the capital city of Hyderabad. August, 3rd,
1985 is a land mark in the annals of the
Legislature of Anohra Pradesh on which day
the Prime Minister, Sri Rajiv Gandhi inaugu-
rated the Andhra Pradesh Legislature Build-
ings. The newly constructed Assembly Build-
ing of Andhra Pradesh is located in a place
adorned by thick vegitation pe/vad/ng with
peaceful atmosphere with all its scenic beauty.
It acquires new dimensions of beauty .elegance
and modernity with its gorgeous and splen-
did constructions, arches, designs, pillars
of various dimensions, domes etc. Foundation
stone for this new Legislature Building was
laid by the then Chief Minister, Dr. M. Chenna
Reddy on 19th March, 1980.

The architectufe adopted for the exterior elevation to the new building is the same as that of the old
building, leaving no scope for differentiation between the two buildings. The provision of detached round
long columns under the arches add more beauty to the building. The building contains modern amenities
such as air-conditioning,, interior decoration and reinforced sound system. There is a provision for the use of
modern sophisticated electronic equipment for providing audio-system. The Assembly Hall is semi-circular in
shape with a radius of 18.5 mtrs. There Is a 4.5 mtrs. wide circular corridor all round ittfrom which members
enter into the Assembly Hall through four entrances. Chambers for the Speaker, Chief Minister, Opposition
leaders and Ministers are also provided. There are 32 rooms-16 on the ground floor and 16 ont he first floor
of the building with attached toilets. The building covers plinth area of about 65,000 sq. ft. and the estimated^
cost of the building was Rs. 305 lakhs. The Assembly Hall is on the ground floor and it has seating cap&city{
for 308 M.L.As. The seating arrangement in the House is so made that each Member can guage any Member
who sits in any corner of the House.

The inter/or of ths^ssembly dominated by the majestic Speaker's podium made of original rose wood,
has mustard colour carpeting, rose wood laminated furnishing and beautiful chandeliers. The Assembly
also has perfect accoustics. Outside the main Assembly halle perfect lighting conditions are maintained
by the unique glass roofing.

A complete glass panelling of the visitor's galleries on the balcony prevents any aukward situation of
pamplets being thrown in the house. Only the press gallery has an iron railing for reporters to record the
exact proceedings of the house.

An elecironic^smoke detection system worth Rs. 50,0001- has been installed to avoid any fire mishap
in the building. Wo\k is In progress to install an electronic voting system by the public sector EC/L. A new
a'jd/o system with ea* phinvs which automatically provides for the proceedings in both Tefugu and English
Is an added facility.
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